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Code 


Description 


1 


31030600 


BRACKET F PLUG 220V 


2 


39713600 


HOLDER F OUTLET SPOUTS, FB 


3 


39714000 


HOLDER F OUTLET SPOUTS, FF 


4 


39713800 


HOLDER F OUTLET SPOUTS, IN 


5 


39278500 


OUTLET F COLD WATER 


6 


39714200 


ADAPTER 


7 


39278400 


OUTLET F SYRUP 


8 


31018700 


SUSPENSION F HOSE 


9 


960456 


COLD UNIT W.C02, BOOTH 


10 


960457 


COLD UNIT W C02/SENS0R, BOOTH 


11 


960458 


COLD UNIT WO/C02 W/SYRUP BOOTH 


12 


960459 


COLD UNIT WO/C02 W/POWD. BOOTH 


13 


092364 


UNION GASKET 3/4 


14 


093952 


WATER INLET CONNECTION NIPPLE 


15 


093951 


TIGHTENING NUT G 3/4 


16 


095586 


BANJO UNION T-SHAPE 


17 


39312300 


ANGLE 1/4"-3/8" 


18 


35043200 


REDUCING NIPPLE 3/4 3/8 


19 


42390300 


HARNESS, "CAN BUS" 


20 


42390200 


POWER HARNESS F COLD UNIT 


21 


096921 


POWER POINT 10 AMP 


22 


31019800 


SUPPORT F C02 BOTTLE 


23 


00001008 


COLLAR SCREW M4 X 6 


24 


30882800 


LOCKING ANGLE F C02 BOTTLE 



Notes 
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Code 


Description 


1 


960456 


COLD UNIT W.C02, BOOTH 


2 


960457 


COLD UNIT W C02/SENS0R, BOOTH 


3 


960458 


COLD UNIT WO/C02 W/SYRUP BOOTH 


4 


960459 


COLD UNIT W0/C02 W/POWD. BOOTH 


5 


251207 


AXIAL FAN 240 VOLT 


6 


251212 


CONTROL BOARD 


7 


251203 


SINGLE SOLENOID 


8 


251208 


WATER REGULATOR TYP 88259 


9 


251201 


SYRUP PUMP 


10 


251200 


AGITATOR ASSEMBLY 


11 


251209 


DOUBLE BACK CHECK VALVE 


12 


251199 


C02 NON-RETURN VALVE 


13 


251202 


VALVE BLOCK ASSEMBLY 


14 


251205 


SOLENOID 240V-50HZ 


15 


251206 


WATER PUMP 


16 


251204 


FLOW ADJUSTER KIT 


17 


251210 


DOUBLE OUTLET SOLENOID VALVE 


18 


251211 


TRIPLE OUTLET SOLENOID VALVE 



Notes 
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